Re: CD2 Location not located 
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Subject: Re: CD2 Location not located 

From: Diana Gonzalez <diana.gonzalez@lacity.org> 

Date: 5/18/20, 3:12 PM 

To: Tiffany Zeytounian <tiffany.zeytounian@lacity.org> 

CC: Morgan Sutton <morgan.sutton@lacity.org>, Sara Gonzalez <sara.n.gonzalez@lacity.org> 


Got it, thank you so much Tiffany! 


Hi Diana, 


| was sent this by one of our other field deputies, and she sent it as 1225 Ventura Blvd. but | 
just checked on the parking lot location and you are correct, it is 12225 Ventura Blvd. Studio 
City 


Best, 

Tiffany Zeytounian | Caseworker 

LA City Councilmember Paul Krekorian, District 2 
Office: 818.755.7676 

www.paulkrekorian.org 


E] 





On Mon, May 18, 2020 at 12:08 PM Diana Gonzalez <diana.gonzalez@lacity.org> wrote: 
Hi Tiffany and Morgan, 





CARE 2 was having trouble locating the location highlighted below. 


Address Cross Street 


6908 Tujunga Ave. 
10835 Chandler Blvd. 


10866 Chandler Blvd. =f 2 


11476 Hatteras st. 


6716 Clybourn Ave. Vanowen 


6300 Camelia Ave. 





Can you confirm the cross st? | am assuming it's a typo, not sure if you meant 12225 
Ventura Blvd, can you confirm? 


Thank you so much! 


On Mon, May 18, 2020 at 10:10 AM Sara Gonzalez <sara.n.gonzalez@lacity.org> wrote: 
Good Morning Diana, 


Care 2 received a location that was not coming up in their council district. | checked 


google and neighborhood info. | was getting two different locations that were not in 
council district 2. Can you verify with Tiffany or Morgan if there is cross street for this 


6/29/21, 3:19 PM 


Re: CD2 Location not located 


location please. — 






Thank you | 


Sara N. Gonzalez 
Environmental Compliance Inspector 


City of Los Angeles, Bureau of Sanitation 
Livability Services Division 
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